The  First  Presbyterian  Church,  U.  S. 
Waco,  Texas,  was  organized  in  1855.  The 
present  edifice  is  conveniently  located  at  11th 
and  Austin  Avenues — just  a  few  blocks  from 
the  heart  of  the  City.  Its  beautiful  Gothic  archi- 
tecture, stained-glass  windows,  year-around 
air-conditioning,  and  services  make  it  popular 
with  visitors  to  the  city. 
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